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WORKING PAPER 


PROGRAM DEVELOPMENT 


TIME | EVENT 


| OCT 78 ~ DEC 78: ORGANIZATIONAL DEVELOPMENT 
| DEC 78 ~ FEB 79: SCREENING & SELECTION OF PERSONNEL 
| APR 79 ~ OCT 79: IN-HOUSE TRAINING 
| MAY 79 - DEC 79: SRI GRIENTATION 
NOV 79 ~ PRESENT: OPERATIGNAL TASKING * 
JAN 80 - PRESENT: TASK FORCE ESTABLISHED 
AUG 8&0 MOVE TO NEW FACILITY 


* HAD RESPONDED TO EARLIER TASKING, BUT NOW COMPLETE EFFORT DEVOTED TO OPERATIONAL 
MATTERS. 
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* 
G) Pragram stopped unlil ASG and AGC decided on “HUMAN USE ISSUE.” 
2) Includes Iran Hestage Rescue attempt. 

(3) Moved inks new facilily during this month. 

@) Tranian Hostage aituation ended during this month 
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AS OF 10 APRIL 1981 
SUMMARY OF SESSIONS 
TRAINING: 191 
OPERATIONAL: 533 


PROJECTS = 58 
*A. COMPLETED: 42 
B. WORKING: iS 


C. INACTIVE: 1 


INTELLIGENCE PROVIDED: 
A. USEFUL DATA PROVIDED 20 PROJECTS 
B. FAILED TQ HELP 20 PROJECTS 


C. DATA STILL BEING STUDIED CONCERNING 18 PROJECTS 


* Includes one project cancelied. 


NOT RELEASABLE TO FOREIGN NATIONALS 
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